From: NC Gov. Cooper [ncgovernor.webforms@gnnail.com] 

Sent: 11/10/2017 1:08:13 PM 

To: contactgov [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=7ce8741105614afe8a8cc762547a4b2c-contactgov] 
Subject: [External] Form submission from: Contact Governor Cooper 


CAUTION: External email. Do not click links or open attachments unless verified. Send all suspicious email as an attachment to 
report.spam@nc.gov. 


Submitted on Friday, November 10, 2017 - 1:08 pm 

Submitted by anonymous user: 10.10.55.169 

Submitted values are: 

First Name Adrian 
Last Name Smith 
City Moncure 
State NC 

Email adsmith57@charter.net 
Phone Number 9195423807 
Message 

The atlantic coast pipeline is not needed. It is time to move away from old polluting sources of energy and 
move towards solar, wind and hydro which will not pollute our streams or our air. I want to leave a world my 
children and grand-children can enjoy and not have to stay inside to be safe! 

The results of this submission may be viewed at: 

https://governor.nc.gov/node/ll/submission/24916 










